“tie Seas 


It is a creative and spiritual 
endeavour of devotees 
supported by The Adi 
kailash is based in 
Uttarakhand. We have more 
than twenty years of 
experience of exploring 
different facts of Himalayas 
and other spiritual 
destinations of India. 


The sacred home of Lord 
Shiva, a Hindu deity revered 
as the Supreme Being, is 
Kedarnath. The location is in 
the Rudraprayag District of 
Uttarakhand at an elevation of 
11,755 feet above sea level. It 
is stated that Lord Shiva first 
chose Badrinath Dham for his 
meditation before choosing 
Kedarnath Dham in 
Uttarakhand. However, due to 
Lord Vishnu’s preference for 
Badrinath as his meditation 
site, Lord Shiva chose to 
relocate to Kedarnath.. 


The sacred home of Lord 
Shiva, a Hindu deity revered 
as the Supreme Being, is 
Kedarnath. The location is in 
the Rudraprayag District of 
Uttarakhand at an elevation of 
11,755 feet above sea level. It 
is stated that Lord Shiva first 
chose Badrinath Dham for his 
meditation before choosing 
Kedarnath Dham in 
Uttarakhand. However, due to 
Lord Vishnu’s preference for 
Badrinath as his meditation 
site, Lord Shiva chose to 
relocate to Kedarnath.. 


